Economy  is  the  Strongest  Argument  in  the  World. 


INSTRUCTIONS  FOR  APPLYING. 

SEE  ANALYSIS  OF  CONSTRUCTION  OF  A WHEELING  METAL  CEILING  ON  3d  PAGE  OF  THIS  COVER. 

FURRING  FOR  FLAT  PLATES  AND  SHALLOW  PANELS. 

Strike  chalk  lines  the  length  of  the  room,  at  distances  indicated  on  the  working  drawing,  so  that  they 
coincide  with  the  center  lines  of  the  nailing  beads  on  the  plates.  On  these  lines,  nail  -£xl£  inch  furring  strips. 

Between  these  strips  and  across  the  room  nail  "headers"  or  cross  strips  at  distances  from  center  to  center 
equal  to  the  distances  between  centers  of  the  nailing  beads  of  the  plates  as  indicated  on  the  working  drawing. 

Nail  stnps  in  angle  of  ceiling  and  wall  and  at  a distance  from  the  wall  equal  to  the  projection  of  the  cornice 
to  receive  the  cornice  brackets.  Bring  the  strips  to  a uniform  depth  by  driving  wedges  between  the  strips 
and  the  old  ceiling  or  joists,  otherwise  the  ceiling  might  present  an  uneven  appearance  when  completed. 

Flat  plates  and  raised  panels  may  be  applied  to  sheathing,  in  which  case  no  furring  strips  will  be 
required,  but  the  sheathing  should  be  level. 

SINGLE  FURRING 

FURRING  FOR  DEEP  PANELS. 

"rilT8  fPS  lhe  !e"fh  °(  ‘.he  r0°mi  aS  l0L  fla!.pla,es'  levelin8  them  with  wedges.  Then  nail  other  strips  at  right  angles  on  top  of 

these,  at  distances  from  center  to  center  equal  to  the  dtstances  between  centers  of  the  nailing  beads  of  the  panels,  and  as  shown  on  the  working 

ToTri8'  thN“  7 TSr  TPS  T "8ht  rleS  t0  ,he  last  S,npS  and  0n  l0p  o(  the  firsl  Strips  applied-  This  wiH  b™8  all  strips  to  the  same  levef 

wall  equalt  oTI  notice  8 " °"e  !,"P  °"  '°P  °'  an°,her  “ **  -*  ^ the  *"d  Wal1  a"d  a the 

APPLYING  THE  CEILING. 

Apply  the  different  members  of  the  Ceiling  in  the  following  order:-  Field,  Filler,  Mold  or  Border 
Comice. 

Beginning  at  one  corner  apply  the  ceiling  plates  across  and  along  the  room,  keeping  the  lapping  edges 
runnmg  from  the  light.  Each  piece  should  be  carefully  lapped  so  the  beads  will  be  straight  and  Hue. 

e plates  should  be  nailed  at  about  6-mch  intervals  with  one  inch  wire  nails  with  small  heads.  The  filler 
plate  is  lapped  under  the  member  on  either  side  of  it. 

When  stamped  comice  miters  are  used  they  should  be  fitted  into  the  comers  of  the  room  before  apply- 
ing  the  comice.  3 

w:i  uTX.'iiriS  ■“  “ i-  **  “*■> » *• 

STRIPS  ARE  EXTRA  AND  WILL  NOT  BE  SHIPPED  UNLESS  ORDERED. 


DOUBLE  OR  CROSS  FURRING 


FURRING 
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Encaustic  Metal  Ceilings 
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Design  No.  5952 

Enameled  in  plain  colors  $ 9.35  per  square 

“ “ colors,  with  gold  decorations  10.6® 


Enameled  in  plain  white  $10.10  per  square 

“ “ white,  with  gold  decorations . 11.35  “ 


ENCAUSTIC  METAL  CEILINGS 


BEAUTY,  DURABILITY,  LESS  TIME  AND  TROUBLE  TO  INSTALL,  NO  EXPENSE  FOR 

REDECORATING 


l|E  have  succeeded  in  producing  an  enameled  metal  ceiling  with  the  combined  qualities 
of  a hard,  porcelain-like  surface  with  sufficient  elasticity  to  stand  transportation, 
handling  and  erecting  without  damage. 

As  both  sides  of  the  sheet  are  enameled,  Encaustic  Metal  Ceilings  are  practically 
indestructible.  They  are  not  affected  by  leaking  or  broken  water  pipes.  The  colors 
cannot  fade  nor  the  gold  decoration  tarnish,  as  they  are  burned  on  and  are  covered  with  a trans- 
parent enamel,  which  is  also  burned  on  and  protects  them  from  the  action  of  the  atmosphere. 

Encaustic  Metal  Ceilings  are  complete  when  placed  in  position,  and  your  room  will  not  be 
torn  up  and  full  of  scaffolding  for  days  while  the  ceiling  is  being  decorated.  When  the  erectors  are 
through  the  ceiling  is  finished.  No  waiting  for  painters.  No  paint  spots  on  floor  and  walls. 

When  the  ceiling  becomes  soiled  or  smoked  it  is  only  necessary  to  use  good  soap,  warm  water 
and  a sponge  to  restore  the  original  beauty.  They  can  be  washed  as  often  as  may  be  necessary  with- 
out losing  their  fresh  appearance. 

Encaustic  Metal  Ceilings  are  as  easily  erected  as  painted  ones,  and  can  be  erected  by  any  one 
familiar  with  the  erection  of  metal  ceilings. 

If  furnished  with  diagrams  and  dimensions,  we  are  pleased  to  prepare  drawings,  showing 
suitable  designs,  and  will  furnish  estimates  without  charge. 


Main  Office  and  Works 

WHEELING,  W.  VA. 


Wheeling  Corrugating  Company. 


Branch  Offices  and  Stores: 


NEW  YORK 
CHICAGO  . 

ST.  LOUIS 
PHILADELPHIA 
KANSAS  CITY  . 
CHATTANOOGA 
DETROIT 


16  Desbrosses  Street 
168-172  North  Clinton  Street 
1006-1010  Spruce  Street 
. 402-406  Race  Street 

Tenth  and  Hickory  Streets 
Market  and  King  Streets 


Wheel*  CsRipnfe  CgmpMy 

WH£ELHIqW.Va. 


Encaustic  Metal  Ceilings 
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Design  No.  5277 


Enameled  in  plain  colors $ 9.45  per  square 

“ “ colors,  with  gold  decorations 10.70  “ 


Enameled  in  plain  white  §10.20  per  square 

“ “ white,  with  gold  decorations 11.45  “ 


ENCAUSTIC  METAL  CEILINGS 


BEAUTY,  DURABILITY,  LESS  TIME  AND  TROUBLE  TO  INSTALL,  NO  EXPENSE  FOR 

REDECORATING 


have  succeeded  in  producing  an  enameled  metal  ceiling  with  the  combined  qualities 
of  a hard,  porcelain-like  surface  with  sufficient  elasticity  to  stand  transportation, 
handling  and  erecting  without  damage. 

As  both  sides  of  the  sheet  are  enameled,  Encaustic  Metal  Ceilings  are  practically 
indestructible.  They  are  not  affected  by  leaking  or  broken  water  pipes.  The  colors 
cannot  fade  nor  the  gold  decoration  tarnish,  as  they  are  burned  on  and  are  covered  with  a trans- 
parent enamel,  which  is  also  burned  on  and  protects  them  from  the  action  of  the  atmosphere. 

Encaustic  Metal  Ceilings  are  complete  when  placed  in  position,  and  your  room  will  not  be 
torn  up  and  full  of  scaffolding  for  days  while  the  ceiling  is  being  decorated.  When  the  erectors  are 
through  the  ceiling  is  finished.  No  waiting  for  painters.  No  paint  spots  on  floor  and  walls. 


When  the  ceiling  becomes  soiled  or  smoked  it  is  only  necessary  to  use  good  soap,  warm  water 
and  a sponge  to  restore  the  original  beauty.  They  can  be  washed  as  often  as  may  be  necessary  with- 
out losing  their  fresh  appearance. 

Encaustic  Metal  Ceilings  are  as  easily  erected  as  painted  ones,  and  can  be  erected  by  any  one 
familiar  with  the  erection  of  metal  ceilings. 

If  furnished  with  diagrams  and  dimensions,  we  are  pleased  to  prepare  drawings,  showing 
suitable  designs,  and  will  furnish  estimates  without  charge. 


Main  Office  and  Works  Wheel*  Corrugates  Company. 

WHEELING,  W.  VA. 


Branch  Offices  and  Stores: 


NEW  YORK 

CHICAGO 

ST.  LOUIS 

PHILADELPHIA 

KANSAS  CITY  . 

CHATTANOOGA 

DETROIT 


16  Desbrosses  Street 
168-172  North  Clinton  Street 
1005-1010  Spruce  Street 
. 402-406  Race  Street 

Tenth  and  Hickory  Streets 
Market  and  King  Streets 


Wheelin'®  CoRueiriife  Company 

WheeldIgWA^. 


Encaustic  MetaS  Ceilings 
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Design  No.  5052 

Enameled  in  plain  colors $ 9.35  per  square 

“ “ colors,  with  gold  decorations  10.60  “ 


Enameled  in  plain  white  $10.10  per  square 

" “ white,  with  gold  decorations  11.35  “ 


ENCAUSTIC  METAL  CEILINGS 


BEAUTY,  DURABILITY,  LESS  TIME  AND  TROUBLE  TO  INSTALL,  NO  EXPENSE  FOR 

REDECORATING 


|E  have  succeeded  in  producing  an  enameled  metal  ceiling  with  the  combined  qualities 
of  a hard,  porcelain-like  surface  with  sufficient  elasticity  to  stand  transportation, 
handling  and  erecting  without  damage. 

As  both  sides  of  the  sheet  are  enameled,  Encaustic  Metal  Ceilings  are  practically 
indestructible.  They  are  not  affected  by  leaking  or  broken  water  pipes.  The  colors 
cannot  fade  nor  the  gold  decoration  tarnish,  as  they  are  burned  on  and  are  covered  with  a trans- 
parent enamel,  which  is  also  burned  on  and  protects  them  from  the  action  of  the  atmosphere. 

Encaustic  Metal  Ceilings  are  complete  when  placed  in  position,  and  your  room  will  not  be 
torn  up  and  full  of  scaffolding  for  days  while  the  ceiling  is  being  decorated.  When  the  erectors  are 
through  the  ceiling  is  finished.  No  waiting  for  painters.  No  paint  spots  on  floor  and  walls. 

When  the  ceiling  becomes  soiled  or  smoked  it  is  only  necessary  to  use  good  soap,  warm  water 
and  a sponge  to  restore  the  original  beauty.  They  can  be  washed  as  often  as  may  be  necessary  with- 
out losing  their  fresh  appearance. 

Encaustic  Metal  Ceilings  are  as  easily  erected  as  painted  ones,  and  can  be  erected  by  any  one 


familiar  with  the  erection  of  metal  ceilings. 

If  furnished  with  diagrams  and  dimensions,  we  are  pleased  to  prepare  drawings,  showing 
suitable  designs,  and  will  furnish  estimates  without  charge. 


Main  Office  and  Works 

WHEELING,  W.  VA. 


Wheeling  Corrugating  Company. 


Branch  Offices  and  Stores: 


NEW  YORK 
CHICAGO  . 

ST.  LOUIS 
PHILADELPHIA 
KANSAS  CITY  . 
CHATTANOOGA 
DETROIT 


. 16  Desbrosses  Street 

16S-172  North  Clinton  Street 
1006-1010  Spruce  Street 
402-406  Race  Street 
Tenth  and  Hickory  Streets 
Market  and  King  Streets 
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Encaustic  Metal  Ceilings 
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Design  No.  5277 

Enameled  in  plain  colors $ 9.45  per  square  Enameled  in  plain  white.  ^,?  ?e  per  ?,quare 

“ “ colors,  with  gold  decorations 10.70  “ “ “ white,  with  gold  decorations.  11.45 


ENCAUSTIC  METAL  CEILINGS 


BEAUTY,  DURABILITY,  LESS  TIME  AND  TROUBLE  TO  INSTALL,  NO  EXPENSE  FOR 

REDECORATING 


have  succeeded  in  producing  an  enameled  metal  ceiling  with  the  combined  qualities 
of  a hard,  porcelain-like  surface  with  sufficient  elasticity  to  stand  transportation, 
handling  and  erecting  without  damage. 

As  both  sides  of  the  sheet  are  enameled,  Encaustic  Metal  Ceilings  are  practically 
indestructible.  They  are  not  affected  by  leaking  or  broken  water  pipes.  The  colors 
cannot  fade  nor  the  gold  decoration  tarnish,  as  they  are  burned  on  and  are  covered  with  a trans- 
parent enamel,  which  is  also  burned  on  and  protects  them  from  the  action  of  the  atmosphere. 

, Encaustic  Metal  Ceilings  are  complete  when  placed  in  position,  and  your  room  will  not  be 
torn  up  and  full  of  scaffolding  for  days  while  the  ceiling  is  being  decorated.  When  the  erectors  are 
through  the  ceiling  is  finished.  No  waiting  for  painters.  No  paint  spots  on  floor  and  walls. 

When  the  ceiling  becomes  soiled  or  smoked  it  is  only  necessary  to  use  good  soap,  warm  water 
and  a sponge  to  restore  the  original  beauty.  They  can  be  washed  as  often  as  may  be  necessary  with- 
out losing  their  fresh  appearance. 

Encaustic  Metal  Ceilings  are  as  easily  erected  as  painted  ones,  and  can  be  erected  by  any  one 
familiar  with  the  erection  of  metal  ceilings. 

If  furnished  with  diagrams  and  dimensions,  we  are  pleased  to  prepare  drawings,  showing 
suitable  designs,  and  will  furnish  estimates  without  charge. 


Main  Office  and  Works 

WHEELING,  W.  VA. 


Wheel*  Corrusat*  Company 


Branch  Offices  and  Stores: 


NEW  YORK 
CHICAGO  . 

ST.  LOUIS 
PHILADELPHIA 
KANSAS  CITY  . 
CHATTANOOGA 
DETROIT 


16  Desbrosses  Street 
168-172  North  Clinton  Street 
1006-1010  Spruce  Street 
. 402-406  Race  Street 

Tenth  and  Hickory  Streets 
Market  and  King  Streets 


Wheel*  Corim*  Comply 

WheeliiIsW.Va. 


Encaustic  Metal  Ceilings 
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Design  No.  5277 

Enameled  in  plain  colors $ 9.45  per  square 

“ “ colors,  with  gold  decorations  10.70  “ 


Enameled  in  plain  white  $10.20  per  square 

“ “ white,  with  gold  decorations 11.45  “ 


ENCAUSTIC  METAL  CEILINGS 


BEAUTY,  DURABILITY,  LESS  TIME  AND  TROUBLE  TO  INSTALL,  NO  EXPENSE  FOR 

REDECORATING 


]E  have  succeeded  in  producing  an  enameled  metal  ceiling  with  the  combined  qualities 
of  a hard,  porcelain-like  surface  with  sufficient  elasticity  to  stand  transportation, 
handling  and  erecting  without  damage. 

As  both  sides  of  the  sheet  are  enameled,  Encaustic  Metal  Ceilings  are  practically 
indestructible.  They  are  not  affected  by  leaking  or  broken  water  pipes.  The  colors 
cannot  fade  nor  the  gold  decoration  tarnish,  as  they  are  burned  on  and  are  covered  with  a trans- 
parent enamel,  which  is  also  burned  on  and  protects  them  from  the  action  of  the  atmosphere. 

Encaustic  Metal  Ceilings  are  complete  when  placed  in  position,  and  your  room  will  not  be 
torn  up  and  full  of  scaffolding  for  days  while  the  ceiling  is  being  decorated.  When  the  erectors  are 
through  the  ceiling  is  finished.  No  waiting  for  painters.  No  paint  spots  on  floor  and  walls. 

When  the  ceiling  becomes  soiled  or  smoked  it  is  only  necessary  to  use  good  soap,  warm  water 
and  a sponge  to  restore  the  original  beauty.  They  can  be  washed  as  often  as  may  be  necessary  with- 
out losing  their  fresh  appearance. 

Encaustic  Metal  Ceilings  are  as  easily  erected  as  painted  ones,  and  can  be  erected  by  any  one 
familiar  with  the  erection  of  metal  ceilings. 

If  furnished  with  diagrams  and  dimensions,  we  are  pleased  to  prepare  drawings,  showing 
suitable  designs,  and  will  furnish  estimates  without  charge. 


Main  Office  and  Works 

WHEELING,  W.  YA. 


Wheeling  Corrugating  Company, 


Branch  Offices  and  Stores: 


NEW  YORK 
CHICAGO  . 

ST.  LOUIS 
PHILADELPHIA 
KANSAS  CITY  . 
CHATTANOOGA 
DETROIT 


. 16  Desbrosses  Street 

168-172  North  Clinton  Street 
1006-1010  Spruce  Street 
. 402-406  Race  Street 

Tenth  and  Hickory  Streets 
Market  and  King  Streets 


Wheel*  taipfflfe  C®mJy 

WHEELi-a.W.lk. 


Encaustic  Metal  Ceilings 
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Design  No.  5132 

Standard  Bead  Interlocking  Joints 


Enameled  in  plain  colors $ 9.70  per  square  $1 1.40  per  square 

“ “ colors,  with  gold  decora- 
tions  10.95  “ 12.65  “ 


Standard  Bead  Interlocking  Joints 

Enameled  in  plain  white  S10.45  per  square  $12.15  persquare 

“ “ white,  with  gold  decora- 
tions 11.70  “ 13.40 


ENCAUSTIC  METAL  CEILINGS 


BEAUTY,  DURABILITY,  LESS  TIME  AND  TROUBLE  TO  INSTALL,  NO  EXPENSE  FOR 

REDECORATING 


iE  have  succeeded  in  producing  an  enameled  metal  ceiling  with  the  combined  qualities 
of  a hard,  porcelain-like  surface  with  sufficient  elasticity  to  stand  transportation, 
handling  and  erecting  without  damage. 

As  both  sides  of  the  sheet  are  enameled,  Encaustic  Metal  Ceilings  are  practically 
indestructible.  They  are  not  affected  by  leaking  or  broken  water  pipes.  The  colors 
cannot  fade  nor  the  gold  decoration  tarnish,  as  they  are  burned  on  and  are  covered  with  a trans- 
parent enamel,  which  is  also  burned  on  and  protects  them  from  the  action  of  the  atmosphere. 

Encaustic  Metal  Ceilings  are  complete  when  placed  in  position,  and  your  room  will  not  be 
torn  up  and  full  of  scaffolding  for  days  while  the  ceiling  is  being  decorated.  When  the  erectors  are 
through  the  ceiling  is  finished.  No  waiting  for  painters.  No  paint  spots  on  fioor  and  walls. 

When  the  ceiling  becomes  soiled  or  smoked  it  is  only  necessary  to  use  good  soap,  warm  water 
and  a sponge  to  restore  the  original  beauty.  They  can  be  washed  as  often  as  may  be  necessary  with- 
out losing  their  fresh  appearance. 

Encaustic  Metal  Ceilings  are  as  easily  erected  as  painted  ones,  and  can  be  erected  by  any  one 
familiar  with  the  erection  of  metal  ceilings. 

If  furnished  with  diagrams  and  dimensions,  we  are  pleased  to  prepare  drawings,  showing 
suitable  designs,  and  will  furnish  estimates  without  charge. 


Main  Office  and  Works 

WHEELING,  W.  VA. 


Wheeling  Corrugating  Company. 


Branch  Offices  and  Stores: 


NEW  YORK 
CHICAGO  . 

ST.  LOUIS 
PHILADELPHIA 
KANSAS  CITY  . 
CHATTANOOGA 
DETROIT 


16  Desbrosses  Street 
168-172  North  Clinton  Street 
1006-1010  Spruce  Street 
402-406  Race  Street 
Tenth  and  Hickory  Streets 
Market  and  King  Streets 


WlEELil  &RUWIJS  COKPAtlY 

WheelhI^W.Va. 


Encaustic  Metal  Ceilings 


Design  No.  5210 

Enameled  in  plain  colors  S 8.85  per  square  Enameled  in  plain  white  $ 9.60  per  square 

“ “ colors,  with  gold  decorations  10.10  “ “ “ white,  with  gold  decorations  10.85 


ENCAUSTIC  METAL  CEILINGS 


BEAUTY,  DURABILITY.  LESS  TIME  AND  TROUBLE  TO  INSTALL,  NO  EXPENSE  FOR 

REDECORATING 


HE  have  succeeded  in  producing  an  enameled  metal  ceiling  with  the  combined  qualities 
of  a hard,  porcelain-like  surface  with  sufficient  elasticity  to  stand  transportation, 
handling  and  erecting  without  damage. 

As  both  sides  of  the  sheet  are  enameled,  Encaustic  Metal  Ceilings  are  practically 
lS!===Mi=J  indestructible.  They  are  not  affected  by  leaking  or  broken  water  pipes.  The  colors 
cannot  fade  nor  the  gold  decoration  tarnish,  as  they  are  burned  on  and  are  covered  with  a trans- 
parent enamel,  which  is  also  burned  on  and  protects  them  from  the  action  of  the  atmosphere. 

Encaustic  Metal  Ceilings  are  complete  when  placed  in  position,  and  your  room  will  not  be 
torn  up  and  full  of  scaffolding  for  days  while  the  ceiling  is  being  decorated.  When  the  erectors  are 
through  the  ceiling  is  finished.  No  waiting  for  painters.  No  paint  spots  on  floor  and  walls. 

When  the  ceiling  becomes  soiled  or  smoked  it  is  only  necessary  to  use  good  soap,  warm  water 
and  a sponge  to  restore  the  original  beauty.  They  can  be  washed  as  often  as  may  be  necessary  with- 
out losing  their  fresh  appearance. 

Encaustic  Metal  Ceilings  are  as  easily  erected  as  painted  ones,  and  can  be  erected  by  any  one 
familiar  with  the  erection  of  metal  ceilings. 

If  furnished  with  diagrams  and  dimensions,  we  are  pleased  to  prepare  drawings,  showing 
suitable  designs,  and  will  furnish  estimates  without  charge. 


Main  Office  and  Works 

WHEELING,  W.  VA. 


WHEEL*  CCRRIMT*  COMPANY, 


Branch  Offices  and  Stores: 


NEW  YORK. 
CHICAGO  . 

ST.  LOUIS 
PHILADELPHIA 
KANSAS  CITY  . 
CHATTANOOGA 
DETROIT 


16  Desbrosses  Street 
168-172  North  Clinton  Street 
1006-1010  Spruce  Street 
. 402-406  Race  Street 

Tenth  and  Hickory  Streets 
Market  and  King  Streets 


Wheel*  (teipffiii  Company. 

WHEEMlfeWVA. 


Encaustic  Meta!  Ceilings 
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Design  No.  5105 

Enameled  in  plain  colors  $ 9.05  per  square 

“ “ colors,  with  gold  decorations.  10.30  “ 


Enameled  in  plain  white  $ 9.80  per  square 

“ “ white,  with  gold  decorations  11.05 


ENCAUSTIC  METAL  CEILINGS 


BEAUTY,  DURABILITY,  LESS  TIME  AND  TROUBLE  TO  INSTALL,  NO  EXPENSE  FOR 

REDECORATING 


HE  have  succeeded  in  producing  an  enameled  metal  ceiling  with  the  combined  qualities 
of  a hard,  porcelain-like  surface  with  sufficient  elasticity  to  stand  transportation, 
handling  and  erecting  without  damage. 

As  both  sides  of  the  sheet  are  enameled,  Encaustic  Metal  Ceilings  are  practically 
indestructible.  They  are  not  affected  by  leaking  or  broken  water  pipes.  The  colors 
cannot  fade  nor  the  gold  decoration  tarnish,  as  they  are  burned  on  and  are  covered  with  a trans- 
parent enamel,  which  is  also  burned  on  and  protects  them  from  the  action  of  the  atmosphere. 

Encaustic  Metal  Ceilings  are  complete  when  placed  in  position,  and  your  room  will  not  be 
torn  up  and  full  of  scaffolding  for  days  while  the  ceiling  is  being  decorated.  When  the  erectors  are 
through  the  ceiling  is  finished.  No  waiting  for  painters.  No  paint  spots  on  floor  and  walls. 

When  the  ceiling  becomes  soiled  or  smoked  it  is  only  necessary  to  use  good  soap,  warm  water 
and  a sponge  to  restore  the  original  beauty.  They  can  be  washed  as  often  as  may  be  necessary  with- 
out losing  their  fresh  appearance. 

Encaustic  Metal  Ceilings  are  as  easily  erected  as  painted  ones,  and  can  be  erected  by  any  one 
familiar  with  the  erection  of  metal  ceilings. 

If  furnished  with  diagrams  and  dimensions,  we  are  pleased  to  prepare  drawings,  showing 
suitable  designs,  and  will  furnish  estimates  without  charge. 


Main  Office  and  Works 

WHEELING,  W.  VA. 


Wheeling  Corrugating  Company. 


Branch  Offices  and  Stores: 


NEW  YORK 
CHICAGO  . 

ST.  LOUIS 
PHILADELPHIA 
KANSAS  CITY  . 
CHATTANOOGA 
DETROIT 


26  Desbrosses  Street 
168-172  North  Clinton  Street 
1006-1010  Spruce  Street 
. 402-496  Race  Street 

Tenth  and  Hickory  Streets 
Market  and  King  Streets 


Wheel*  CngyuiDle  Comply. 

WkeeldIg.W.\Sl 


Encaustic  Metal  Ceilings 


Design  No.  5210 

Enameled  in  plain  colors  $ 8.85  per  square 

“ “ colors,  with  gold  decorations . 20.10 


Enameled  in  plain  white S 9.60  per  square 

“ “ white,  with  gold  decorations . . 10.85  “ 


ENCAUSTIC  METAL  CEILINGS 


BEAUTY,  DURABILITY.  LESS  TIME  AND  TROUBLE  TO  INSTALL,  NO  EXPENSE  FOR 

REDECORATING 


1 Wm 


HE  have  succeeded  in  producing  an  enameled  metal  ceiling  with  the  combined  qualities 
of  a hard,  porcelain-like  surface  with  sufficient  elasticity  to  stand  transportation, 
handling  and  erecting  without  damage. 

As  both  sides  of  the  sheet  are  enameled,  Encaustic  Metal  Ceilings  are  practically 
r . — ..  _ indestructible.  They  are  not  affected  by  leaking  or  broken  water  pipes.  The  colors 

cannot  fade  nor  the  gold  decoration  tarnish,  as  they  are  burned  on  and  are  covered  with  a trans- 
parent enamel,  which  is  also  burned  on  and  protects  them  from  the  action  of  the  atmosphere. 

Encaustic  Metal  Ceilings  are  complete  when  placed  in  position,  and  your  room  will  not  be 
torn  up  and  full  of  scaffolding  for  days  while  the  ceiling  Is  being  decorated.  When  the  erectors  are 
through  the  ceiling  is  finished.  No  waiting  for  painters.  No  paint  spots  on  floor  and  walls. 

When  the  ceiling  becomes  soiled  or  smoked  it  is  only  necessary  to  use  good  soap,  warm  water 
and  a sponge  to  restore  the  original  beauty.  They  can  be  washed  as  often  as  may  be  necessary  with- 
out losing  their  fresh  appearance. 

Encaustic  Metal  Ceilings  are  as  easily  erected  as  painted  ones,  and  can  be  erected  by  any  one 


familiar  with  the  erection  of  metal  ceilings. 

If  furnished  with  diagrams  and  dimensions,  we  are  pleased  to  prepare  drawings,  showing 
suitable  designs,  and  will  furnish  estimates  without  charge. 


Main  Office  and  Works 

WHEELING,  W.  VA. 


Wheel*  Corrugat*  Company. 


Branch  Offices  and  Stores: 


NEW  YORK 
CHICAGO  . 

ST.  LOUIS 
PHILADELPHIA 
KANSAS  CITY  . 
CHATTANOOGA 
DETROIT 


16  Dcsbrosses  Street 
1 68-172  North  Clinton  Street 
1006-1010  Spruce  Street 
402-406  Race  Street 
Tenth  and  Hickory  Streets 
Market  and  King  Streets 


Wheel*  CsRRpsjffiMs  Company 

WHEElAW.¥A. 


Encaustic  Metal  Ceilings 
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Design  No.  5105 

Enameled  in  plain  colors $ 9.05  per  square 

“ “ colors,  with  gold  decorations 30.30  “ 


Enameled  in  plain  white 

“ “ white,  with  gold  decorations 


S 9.80  per  square 
11.05 


ENCAUSTIC  METAL  CEILINGS 


BEAUTY,  DURABILITY,  LESS  TIME  AND  TROUBLE  TO  INSTALL,  NO  EXPENSE  FOR 

REDECORATING 


have  succeeded  in  producing  an  enameled  metal  ceiling  with  the  combined  qualities 
of  a hard,  porcelain-like  surface  with  sufficient  elasticity  to  stand  transportation, 
handling  and  erecting  without  damage. 

As  both  sides  of  the  sheet  are  enameled,  Encaustic  Metal  Ceilings  are  practically 
indestructible.  1 hey  are  not  affected  by  leaking  or  broken  water  pipes.  The  colors 
cannot  fade  nor  the  gold  decoration  tarnish,  as  they  are  burned  on  and  are  covered  with  a trans- 
parent enamel,  which  is  also  burned  on  and  protects  them  from  the  action  of  the  atmosphere. 

Encaustic  Metal  Ceilings  are  complete  when  placed  in  position,  and  your  room  will  not  be 
torn  up  and  full  of  scaffolding  for  days  while  the  ceiling  is  being  decorated.  When  the  erectors  are 
through  the  ceiling  is  finished.  No  waiting  for  painters.  No  paint  spots  on  floor  and  walls. 

When  the  ceiling  becomes  soiled  or  smoked  it  is  only  necessary  to  use  good  soap,  warm  water 
and  a sponge  to  restore  the  original  beauty.  They  can  be  washed  as  often  as  may  be  necessary  with- 
out losing  their  fresh  appearance. 

Encaustic  Metal  Ceilings  are  as  easily  erected  as  painted  ones,  and  can  be  erected  by  any  one 
familiar  with  the  erection  of  metal  ceilings. 

If  furnished  with  diagrams  and  dimensions,  we  are  pleased  to  prepare  drawings,  showing 
suitable  designs,  and  will  furnish  estimates  without  charge. 


Main  Office  and  Works 

WHEELING,  W.  VA. 


Wheeling  Corrupting  Company. 


Branch  Offices  and  Stores: 


NEW  YORK 
CHICAGO  . 

ST.  LOUIS 
PHILADELPHIA 
KANSAS  CITY  . 
CHATTANOOGA 
DETROIT 


16  Desbrosses  Street 
168-172  North  Clinton  Street 
1G96-1010  Spruce  Street 
. 402-406  Race  Street 

Tenth  and  Hickory  Streets 
Market  and  King  Streets 


Whelk  Cengs™*  Company 

WHEELofaWft. 


Encaustic  Metal  Ceilings 
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Design  No.  5952 

Enameled  in  plain  colors  S 9.35  per  square 

“ “ colors,  with  gold  decorations . 10.60  “ 


Enameled  in  plain  white 

“ “ white,  with  gold  decomtions 


$10.10  per  square 
11.35 


ENCAUSTIC  METAL  CEILINGS 


BEAUTY,  DURABILITY,  LESS  TIME  AND  TROUBLE  TO  INSTALL,  NO  EXPENSE  FOR 

REDECORATING 


j|E  have  succeeded  in  producing  an  enameled  metal  ceiling  with  the  combined  qualities 
of  a hard,  porcelain-like  surface  with  sufficient  elasticity  to  stand  transportation, 
handling  and  erecting  without  damage. 

As  both  sides  of  the  sheet  are  enameled,  Encaustic  Metal  Ceilings  are  practically 
indestructible.  They  are  not  affected  by  leaking  or  broken  water  pipes.  The  colors 
cannot  fade  nor  the  gold  decoration  tarnish,  as  they  are  burned  on  and  are  covered  with  a trans- 
parent enamel,  which  is  also  burned  on  and  protects  them  from  the  action  of  the  atmosphere. 

Encaustic  Metal  Ceilings  are  complete  when  placed  in  position,  and  your  room  will  not  be 
torn  up  and  full  of  scaffolding  for  days  while  the  ceiling  is  being  decorated.  When  the  erectors  are 
through  the  ceiling  is  finished.  No  waiting  for  painters.  No  paint  spots  on  floor  and  walls. 

When  the  ceiling  becomes  soiled  or  smoked  it  is  only  necessary  to  use  good  soap,  warm  water 
and  a sponge  to  restore  the  original  beauty.  They  can  be  washed  as  often  as  may  be  necessary  with- 
out losing  their  fresh  appearance. 

Encaustic  Metal  Ceilings  are  as  easily  erected  as  painted  ones,  and  can  be  erected  by  any  one 
familiar  with  the  erection  of  metal  ceilings. 

If  furnished  with  diagrams  and  dimensions,  we  are  pleased  to  prepare  drawings,  showing 
suitable  designs,  and  will  furnish  estimates  without  charge. 


Main  Office  and  Works 

WHEELING,  W.  VA. 


WHEELiN'G  CORRJLJQATlfjQ  COMPANY 


Branch  Offices  and  Stores: 


NEW  YORK 
CHICAGO  . 

ST.  LOUIS 
PHILADELPHIA 
KANSAS  CITY  . 
CHATTANOOGA 
DETROIT 


16  Desbrosses  Street 
168- 172  North  Clinton  Street 
1006-1010  Spruce  Street 
402-406  Race  Street 
Tenth  and  Hickory  Streets 
Market  and  King  Streets 


Wheeling  CwijfiMife  Compaq 

WHEEUfelft. 


Encaustic  Metal  Ceilings 
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Design  No.  5106 

Enameled  in  plain  colors  S 8.80  per  square 

“ “ colors,  with  gold  decorations 10.05 


Enameled  in  plain  white  $ 9.55  per  square 

“ “ white,  with  gold  decorations  10.50 


ENCAUSTIC  METAL  CEILINGS 


BEAUTY,  DURABILITY,  LESS  TIME  AND  TROUBLE  TO  INSTALL,  NO  EXPENSE  FOR 

REDECORATING 


E have  succeeded  in  producing  an  enameled  metal  ceiling  with  the  combined  qualities 
of  a hard,  porcelain-like  surface  with  sufficient  elasticity  to  stand  transportation, 
handling  and  erecting  without  damage. 

As  both  sides  of  the  sheet  are  enameled,  Encaustic  Metal  Ceilings  are  practically 
indestructible.  They  are  not  affected  by  leaking  or  broken  water  pipes.  The  colors 
cannot  fade  nor  the  gold  decoration  tarnish,  as  they  are  burned  on  and  are  covered  with  a trans- 
parent enamel,  which  is  also  burned  on  and  protects  them  from  the  action  of  the  atmosphere. 

Encaustic  Metal  Ceilings  are  complete  when  placed  in  position,  and  your  room  will  not  be 
torn  up  and  full  of  scaffolding  for  days  while  the  ceiling  is  being  decorated.  When  the  erectors  are 
through  the  ceiling  is  finished.  No  waiting  for  painters.  No  paint  spots  on  floor  and  walls. 

When  the  ceiling  becomes  soiled  or  smoked  it  is  only  necessary  to  use  good  soap,  warm  water 
and  a sponge  to  restore  the  original  beauty.  They  can  be  washed  as  often  as  may  be  necessary  with- 
out losing  their  fresh  appearance. 

Encaustic  Metal  Ceilings  are  as  easily  erected  as  painted  ones,  and  can  be  erected  by  any  one 
familiar  with  the  erection  of  metal  ceilings. 

If  furnished  with  diagrams  and  dimensions,  we  are  pleased  to  prepare  drawings,  showing 
suitable  designs,  and  will  furnish  estimates  without  charge. 


Main  Office  and  Works 

WHEELING,  W.  YA. 


Wheeling  Corrugating  Company, 


Branch  Offices  and  Stores: 


NEW  YORK 
CHICAGO  . 

ST.  LOUIS 
PHILADELPHIA 
KANSAS  CITY  . 
CHATTANOOGA 
DETROIT 


16  Desbrosses  Street 
168-172  North  Clinton  Street 
1006-1010  Spruce  Street 
. 402-406  Race  Street 

Tenth  and  Hickory  Streets 
Market  and  King  Streets 


Wheel*  CfiRgpiifc  Company 

Wheels^Ma. 


Encaustic  Metal  Ceilings 
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Design  No.  5106 

Enameled  in  plain  colors $ 8.80  per  square 

“ “ colors,  with  gold  decorations  10.05  “ 


Enameled  in  plain  white 

“ “ white,  with  gold  decorations 


$ 0.55  per  square 
10.30 


ENCAUSTIC  METAL  CEILINGS 


BEAUTY,  DURABILITY,  LESS  TIME  AND  TROUBLE  TO  INSTALL,  NO  EXPENSE  FOR 

REDECORATING 


HE  have  succeeded  in  producing  an  enameled  metai  ceiling  with  the  combined  qualities 
of  a hard,  porcelain-like  surface  with  sufficient  elasticity  to  stand  transportation, 
handling  and  erecting  without  damage. 

As  both  sides  of  the  sheet  are  enameled,  Encaustic  Metal  Ceilings  are  practically 
indestructible.  They  are  not  affected  by  leaking  or  broken  water  pipes.  The  colors 
cannot  fade  nor  the  gold  decoration  tarnish,  as  they  are  burned  on  and  are  covered  with  a trans- 
parent enamel,  which  is  also  burned  on  and  protects  them  from  the  action  of  the  atmosphere. 

Encaustic  Metal  Ceilings  are  complete  when  placed  in  position,  and  your  room  will  not  be 
torn  up  and  full  of  scaffolding  for  days  while  the  ceiling  is  being  decorated.  When  the  erectors  are 
through  the  ceiling  is  finished.  No  waiting  for  painters.  No  paint  spots  on  floor  and  walls. 

When  the  ceiling  becomes  soiled  or  smoked  it  is  only  necessary  to  use  good  soap,  warm  water 
and  a sponge  to  restore  the  original  beauty.  They  can  be  washed  as  often  as  may  be  necessary  with- 
out losing  their  fresh  appearance. 


Encaustic  Metal  Ceilings  are  as  easily  erected  as  painted  ones,  and  can  be  erected  by  any  one 
familiar  with  the  erection  of  metal  ceilings. 

If  furnished  with  diagrams  and  dimensions,  we  are  pleased  to  prepare  drawings,  showing 
suitable  designs,  and  will  furnish  estimates  without  charge. 


Main  Office  and  Works 

WHEELING,  W.  VA. 


Wheeling  CorrugatsiIg  Company. 


Branch  Offices  and  Stores: 


NEW  YORK 
CHICAGO  . 

ST.  LOUIS 
PHILADELPHIA 
KANSAS  CITY  . 
CHATTANOOGA 
DETROIT 


. 16  Desbrosscs  Street 

168-172  North  Clinton  Street 
1006-1010  Spruce  Street 
. 402-406  Race  Street 

Tenth  and  Hickory  Streets 
Market  and  King  Streets 


Wheel*  feRppmfls  Comply. 

Wh  EELnlaW.\h. 


Encaustic  Metal  Ceilings 
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Design  No.  5132 


Standard  Head  Interlocking  Joints 


Enameled  in  plain  colors  $ 9.70  per  square  $1 1.4®  per  square 

“ “ colors,  with  gold  decora- 
tions  10.95  “ 12.65  “ 


Standard  Head  Interlocking  Joints 

Enameled  in  plain  white  $10.45  per  square  $12.15  per  square 

“ “ white,  with  gold  decora- 
tions 11.70  “ 13.40 


ENCAUSTIC  METAL  CEILINGS 


BEAUTY,  DURABILITY,  LESS  TIME  AND  TROUBLE  TO  INSTALL,  NO  EXPENSE  FOR 

REDECORATING 


IE  have  succeeded  in  producing  an  enameled  metal  ceiling  with  the  combined  qualities 
of  a hard,  porcelain-like  surface  with  sufficient  elasticity  to  stand  transportation, 
handling  and  erecting  without  damage. 

As  both  sides  of  the  sheet  are  enameled,  Encaustic  Metal  Ceilings  are  practically 
indestructible.  They  are  not  affected  by  leaking  or  broken  water  pipes.  The  colors 
cannot  fade  nor  the  gold  decoration  tarnish,  as  they  are  burned  on  and  are  covered  with  a trans- 
parent enamel,  which  is  also  burned  on  and  protects  them  from  the  action  of  the  atmosphere. 

Encaustic  Metal  Ceilings  are  complete  when  placed  in  position,  and  your  room  will  not  be 
torn  up  and  full  of  scaffolding  for  days  while  the  ceiling  is  being  decorated.  When  the  erectors  are 
through  the  ceiling  is  finished.  No  waiting  for  painters.  No  paint  spots  on  floor  and  walls. 

When  the  ceiling  becomes  soiled  or  smoked  it  is  only  necessary  to  use  good  soap,  warm  water 
and  a sponge  to  restore  the  original  beauty.  They  can  be  washed  as  often  as  may  be  necessary  with- 
out losing  their  fresh  appearance. 

Encaustic  Metal  Ceilings  are  as  easily  erected  as  painted  ones,  and  can  be  erected  by  any  one 
familiar  with  the  erection  of  metal  ceilings. 

If  furnished  with  diagrams  and  dimensions,  we  are  pleased  to  prepare  drawings,  showing 
suitable  designs,  and  will  furnish  estimates  without  charge. 


Main  Office  and  Works 

WHEELING,  W.  VA. 


Wheel*  Corrugates  Company. 


Branch  Offices  and  Stores: 


NEW  YORK 
CHICAGO  . 

ST.  LOUIS 
PHILADELPHIA 
KANSAS  CITY  . 
CHATTANOOGA 
DETROIT 


. 16  Desbrosses  Street 

168-172  North  Clinton  Street 
1066-1010  Spruce  Street 
402-406  Race  Street 
Tenth  and  Hickory  Streets 
Market  and  King  Streets 


Wheeling  Corrugating  Company. 

Wheel»IgW.Va. 


Encaustic  MetaS  Ceilings 
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Design  No.  5106 


Enameled  in  plain  colors S 8.80  per  square 

“ “ colors,  with  gold  decorations  10.05  “ 


Enameled  in  plain  white  $ 0.55  per  square 

“ “ white,  with  gold  decorations  10.30  “ 


ENCAUSTIC  METAL  CEILINGS 


BEAUTY,  DURABILITY,  LESS  TIME  AND  TROUBLE  TO  INSTALL,  NO  EXPENSE  FOR 

REDECORATING 


||E  have  succeeded  in  producing  an  enameled  metal  ceiling  with  the  combined  qualities 
of  a hard,  porcelain-like  surface  with  sufficient  elasticity  to  stand  transportation, 
handling  and  erecting  without  damage. 

As  both  sides  of  the  sheet  are  enameled,  Encaustic  Metal  Ceilings  are  practically 
indestructible.  They  are  not  affected  by  leaking  or  broken  water  pipes.  The  colors 
cannot  fade  nor  the  gold  decoration  tarnish,  as  they  are  burned  on  and  are  covered  with  a trans- 
parent enamel,  which  is  also  burned  on  and  protects  them  from  the  action  of  the  atmosphere. 

Encaustic  Metal  Ceilings  are  complete  when  placed  in  position,  and  your  room  will  not  be 
torn  up  and  full  of  scaffolding  for  days  while  the  ceiling  is  being  decorated.  When  the  erectors  are 
through  the  ceiling  is  finished.  No  waiting  for  painters.  No  paint  spots  on  floor  and  walls. 

When  the  ceiling  becomes  soiled  or  smoked  it  is  only  necessary  to  use  good  soap,  warm  water 
and  a sponge  to  restore  the  original  beauty.  They  can  be  washed  as  often  as  may  be  necessary  with- 
out losing  their  fresh  appearance. 


Encaustic  Metal  Ceilings  are  as  easily  erected  as  painted  ones,  and  can  be  erected  by  any  one 
familiar  with  the  erection  of  metal  ceilings. 

If  furnished  with  diagrams  and  dimensions,  we  are  pleased  to  prepare  drawings,  showing 
suitable  designs,  and  will  furnish  estimates  without  charge. 


Main  Office  and  Works 

WHEELING,  W.  VA. 


Wheeling  Corrugates  Company. 


Branch  Offices  and  Stores: 


NEW  YORK 
CHICAGO  . 

ST.  LOUIS 
PHILADELPHIA 
KANSAS  CITY  . 
CHATTANOOGA 
DETROIT 


16  Desbrosses  Street 
168-172  North  Clinton  Street 
1606-1010  Spruce  Street 
. 402-406  Race  Street 

Tenth  and  Hickory  Streets 
Market  and  King  Streets 


WHEEL*  CarusmSs  Company 

ItanJal*. 


Encaustic  Metal  Ceilings 
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Design  No.  5105 

Enameled  in  plain  colors $ 9.05  per  square 

“ “ colors,  with  gold  decorations 10.30 


Enameled  in  plain  white  $ 9.80  per  square 

“ “ white,  with  gold  decorations  11.05 


ENCAUSTIC  METAL  CEILINGS 


BEAUTY,  DURABILITY,  LESS  TIME  AND  TROUBLE  TO  INSTALL,  NO  EXPENSE  FOR 

REDECORATING 


IE  have  succeeded  in  producing  an  enameled  metal  ceiling  with  the  combined  qualities 
of  a hard,  porcelain-like  surface  with  sufficient  elasticity  to  stand  transportation, 
handling  and  erecting  without  damage. 

As  both  sides  of  the  sheet  are  enameled,  Encaustic  Metal  Ceilings  are  practically 
indestructible.  They  are  not  affected  by  leaking  or  broken  water  pipes.  The  colors 
cannot  fade  nor  the  gold  decoration  tarnish,  as  they  are  burned  on  and  are  covered  with  a trans- 
parent enamel,  which  is  also  burned  on  and  protects  them  from  the  action  of  the  atmosphere. 

Encaustic  Metal  Ceilings  are  complete  when  placed  in  position,  and  your  room  will  not  be 
torn  up  and  full  of  scaffolding  for  days  while  the  ceiling  is  being  decorated.  When  the  erectors  are 
through  the  ceiling  is  finished.  No  waiting  for  painters.  No  paint  spots  on  floor  and  walls. 

When  the  ceiling  becomes  soiled  or  smoked  it  is  only  necessary  to  use  good  soap,  warm  water 
and  a sponge  to  restore  the  original  beauty.  They  can  be  washed  as  often  as  may  be  necessary  with- 
out losing  their  fresh  appearance. 

Encaustic  Metal  Ceilings  are  as  easily  erected  as  painted  ones,  and  can  be  erected  by  any  one 
familiar  with  the  erection  of  metal  ceilings. 

If  furnished  with  diagrams  and  dimensions,  we  are  pleased  to  prepare  drawings,  showing 
suitable  designs,  and  will  furnish  estimates  without  charge. 


Main  Office  and  Works 

WHEELING,  W.  VA. 


Wheeling  Ccrrugati^g  Company. 


Branch  Offices  and  Stores: 


NEW  YORK 
CHICAGO  . 

ST.  LOUIS 
PHILADELPHIA 
KANSAS  CITY  . 
CHATTANOOGA 
DETROIT 


. 16  Desbrosses  Street 

168-172  North  Clinton  Street 
1006-1010  Spruce  Street 
402-406  Race  Street 
Tenth  and  Hickory  Streets 
Market  and  King  Streets 


AVIRY  UtHAVr 
COLUMBIA  UNIYUSITY 


Wheeling  Ceiling  Analyzed  to  Show  Simplicity  of  Erection. 
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